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EXPLANATION 


Observation well. Number is well number; all well numbers 
are preceded by S (for Suffolk); ▼ indicates well was 
sampled for water quality 

Public-water supply well. Number is well number; all well 
numbers are preceded by S (for Suffolk); * after well 
number indicates well was sampled for water quality 

Streamf low-measurement site. Number is shortened 
station-identification number; all station numbers 
are preceded by 0130. 
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Base from N.Y.S. Department of Transportation 
Planimetric maps, 1:62,500, 1972 


LOCATION OF WELLS AND STREAMFLOW-MEASUREMENT SITES IN NORTHERN PART OF TOWN OF BROOKHAVEN, LONG ISLAND 


